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Overview of Vote Fraud Allegations 
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Illegal Procedures 

Mo chain-of-custody for 
machines and large bundles of 
ballots 

Poll watchers removed and 

threatened 

Unprecedented voting "Pauses" 


Insecure Voting Machines 

* Design permits operators to 
easily move voles between 
candidates 

* Audit logs incomplete and 
insecure 

* Linked lo foreign governments 


Illegal Ballots 

Mo signature Verification 
No barcoding or ballot 

verification 

Statistically implausible dumps of 
votes late in the counting 
process (95%+ for Biden) 
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Illegal Procedures 


Broken chain of 
custody for voting 
machines and 
bundles of ballots 



:: ...we typically receive the machines, the ballot 
marking devices - on the Friday before the election, 
with a chain of custody letter to be signed on Sunday, 
indicating that we had received the machines and the 
counts on the machines when received, and that the 
machines have been sealed. In this case, we were 
asked to sign the chain of custody letter on Sunday, 
even though the machines were not delivered until 
2:00 AM in the morning on Election Day... This is 
unacceptable and voting machines should [not] be out 
of custody prior to an Election Day../' 
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Illegal Procedures 


Democrat-majority counties 
illegally prevented 
Republican poll-watchers 
from monitoring vote- 
counting activities 



Democrat-majority counties provided political 
parties and candidates, including the Trump 
Campaign, no meaningful access or actual 
opportunity to review and assess the validity of 

mail-in ballots during the pre-canvassing 
meetings. While in the audit or recount, they 
witnessed Trump votes being put into 8iden 
piles... 

Witnesses testify: "There [was] no meaningful 
way to review or audit any activity 1 ' [and] "There 
was no way to tell if any counting was accurate or 
if the activity was proper. 11 
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Illegal Procedures 


Large batches of pristine, 
identical ballots (98% for 



Biden) 


“'...A large number of ballots were identical and likely 
fraudulent.,. Affiant, , observed a batch of utterly pristine 
ballots .These different ballots included a slight depressed 
pre-fold so they could be easily folded and unfolded for use in 
the scanning machines. There were no markings on the 
ballots to show where they had come from, or where they bad 

been processed. These stood out,,, in my 20 years of 
experience of handling ballots, I observed that the markings 
for the candidates on these ballots were unusually uniform, 
perhaps even with a ballot-marking device, By my estimate in 

observing these ballots, approximately 98% constituted votes 

for Joe Biden. I only observed two of these ballots as votes 
for President Donald J, Trump,,, 
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Insecure Voting Machines 


96,600 mail-in ballots wore 


"... Expert Navid Keshavarez-Wia ... states 
that Dominion's software is vulnerable to 
data manipulation by unauthorized means 
and permitted election data to be altered in 
all battleground slates. He concludes that 
hundreds of thousands of votes that were 
cast for President Trump in the 2020 genera" 
election were transferred to former Vice- 
President B den.,.* 


illegally counted as they 
were not cast by legal 
voters... 


"... Russell Ramsland confirms that data 
breaches in the Dominion software 
permitted rogue actors to penetrate and 
manipulate the software during the 
recent general election. He further 
concludes that at least 96,600 mail-in 
ballots were illegally counted as they 
were not cast by legal voters.. ." 
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Insecure Voting Machines 


" ,.,The Dominion system,,, undermines the 
reconciliation of the number of voters and 
the number of ballots cast,,, opening 'he 
door to ballot stuffing and fraud. The 
collapse of reconciliation was seen in 
Georgia's primary and runoff elections this 
year, and in the November election, where it 
was discovered during the hand audit that 
3,300 votes were found on memory sticks 
that were not uploaded on election night, 
plus in Floyd county, another 2,600 
absentee ballots had not been scanned. 
These “found votes” reduced Biden's lead 
over Donald Trump..." 


In Floyd County, 3,360 votes 
found on a memory stick that 
had never been counted; it is 
unclear how many other 
times this occurred 

.The design and features of the Dominion 
software do not permit a simple audit to reveal its 
misaltocation, redistribution, or deletion of votes. 
First, the system's central accumulator does not 
include a protected real-time audit log that 
maintains the date and time stamps of all 
significant election events,., I is allows an 
unauthorized user the opportunity to arbitrarily 
add, modify, or remove log entries,.,” 
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Illegal Ballots 


Democrat-majority counties 
performed virtually no signature 
verification, allowing massive, 
illegal vote dumps for Biden 



“...In Georgia, the signature verification 
requirement is a dead letter. The signature 
rejection rate for the most recent election 
announced by the Secretary of State was 
0.15%. The signature rejection rate for 
absentee ballot applications was .00167% - 

only 30 statewide. Hancock County, 
Georgia, population 8,340, rejected nine 
absentee ballot applications for signature 
mismatch, Fulton County rejected eight. No 

other metropolitan county in Georgia 
rejected even a single absentee ballot 
application for signature mismatch,,." 
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Illegal Ballots 


Hundreds of witnesses observed 
illegal handling of ballots even with 
restricted access to view counting 



“I witnessed two poll workers 
[removing] already separated paper 
machine receipt ballots with barcodes 
in the Trump tray, placing them Into the 
Biden tray. E also witnessed the same 
two poll workers putting the already 
separated paper receipt ballots tn the 
“No Vote” and “Jorgensen”tray... 
removing them and putting them inside 
the Biden tray, They then took out all of 
the ballots out of the Biden tray and 
stacked them on the table, writing on 
the count ballot sheet.” 
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Summary of Vote Fraud 




Illegal Procedures Insecure Voting Machines Illegal Ballots 


Plaintiffs have no adequate remedy at law end will! suffer serious and irreparable harm unless the 
injunctive relief requested herein is granted, Defendants have acted and, unless enjoined, will aot 
under color of state law to violate the Elections Clauses of the Constitution, Accordingiy 7 the results 
for President and Congress in the November 3,2020 election must beset aside. The results are 
infected with Constitutional violations...' 1 
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View Court Documents at: 

https://defendin g therepublic.or g 





